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Message Text 

CONFIDENTIAL 

PAGE 01 WARSAW 01546 240904Z 
ACTION OC-06 

INFO OCT-01 CCO-OO ISO-OO OCPE-OO OCL-OO SY-05 EUR- 12 
/024 W 

013545 250559Z/14 

R 240804Z FEB 78 
FM AMEMBASSY WARSAW 
TO SECSTATE WASHDC 3491 
AMCONSUL FRANKFURT 
INFO AMEMBASSY BONN 
AMCONSUL LENINGRAD 
AMEMBASSY LONDON 

CONFIDENTIAL WARSAW 1546 

DEPT FOR OC/PE, FRANKFURT FOR RTC, BONN FOR RCO, LENINGRAD FOR RSO, 
LONDON FOR ATO 

EO 11652GDS 
TAGS: ASEC 

SUB J : CCC AIR CONDITIONER MAINTENANCE 

REF: A. STATE 041101 (NOTAL), B. STATE 42860 (NOTAL) 

1 . SEABEES LADD AND RACE HAVE TEMPORARILY REPAIRED OUR AIR- 
CONDITIONING UNIT USING THE LAST AVAILABLE SPARE PARTS ON HAND. 

WE ARE MOST GRATEFUL TO BOTH MEN, FOR THEIR TIME AND EFFORT SPENT 
IN RETURNING OUR COOLING REQUIREMENT TO AN INTERMEDIATE, WORKING 
LEVEL. 

2. FOR THE DEPARTMENT - BESIDES THE AIR HANDLERS BEING SENT BY AIR, 
(REF B ), THE FOLLOWING MATERIALS ARE STILL NEEDED TO COMPLETE THE 
CCC RETROFIT: 

A) 4 PT PVC CEMENT TETRAHYDRAFU ORAN 

B) 4 PT PVC CLEANER MEK 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 WARSAW 01546 240904Z 


C) 4 PT FLF.XO ADHESIVE 

D) THERMOSTAT 3 EA 

3. FOR LENINGRAD - UT1 LADD ARRIVING FRIDAY, FEBRUARY 24TH, ON 
SU-618 AT 1915 LOCAL TIME. PLEASE MEET. 
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